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LifeStory Facts Gallery 



When frank manzo was born on July 16,1903, his mother, Mary, was 
36. He died on May 9,1972, in Philadelphia, Pennsylvania, at the age of 
68 . 


No known children 


□ 


frank manzo 




Unknown Father 


Grace Manzo 


Mary manzo 











